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with a pleasant face. I saw the King too but not so plain as the
Queen. He was riding by in a close carriage. He was a passable
looking man, but not so well-looking as the Queen. I thought he
was dressed very old-fashioned in breeches and waistcoast and a wig.
The King was not very well liked upon. Nine days after the King
was crowned the Queen died (?). I was washing and stoning the
steps before the front door one morning when I heard a sound that
shook the town. I was frightened and ran in thinking something
dreadful had happened to London, but they told me it was the tolling
of the great bell at St. Paul's and that one of the Royal Family must
be dead because the great bell only tolled for them. Then we heard
that Queen Caroline was dead. There was a great deal of talk at
that time in London about the quarrel between the King and the
Queen. There was about six for one and half a dozen for the other.
Some believed the Queen had done wrong and some didn't. We
thought the King was too hard upon the Queen and I favoured the
Queen.

'It was a terrible day when Queen Caroline was buried. They
would not let the funeral go by the main streets. It was to go by
the back streets. But the people blocked up the back streets with
carriages, carts and coaches and forced the procession to go by the
great streets. There was a great mob and the funeral could not go
on. Then there was a disturbance and the soldiers fired upon the
people. My sister who was living in service at No. 5 Montague
Street was in the crowd that day and the second woman from her
was shot.

1 saw the Princess Charlotte once but I don't remember where it
was or what she looked like. She was a strip of a girl The King
would not let her see her mother. But once she escaped and ran out
into the street and called a hackney coach. "Drive me to Bucking-
ham House!" she cried. "Drive me to Buckingham House!" and I
believe she was driven there.

'I saw the first steamboat that ever was in the Thames pass under
London Bridge. There used to be a saying that no vessel could pass
under the middle arch of London Bridge for there was something
in the water that would suck the vessel in. However, the steamboat
started from Westminster Bridge with a number of people on board
and passed through the middle arch of London Bridge and was not
sucked in.'